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3 April 1956 




mHORAnXM fORt TKB F 
StBJECT t ?ro3«et Monitor of Tmavlotor Protsm - P-77 


1 . 

1956 «t 


at ttaotliutt Tbm M—fclag ono hmiA on 7 yotnvry 


P. Attonteaaoi 


of 


IPWRO— t pwpo— 
P -77 ond to necc— mrj 


of thin trip to nonit w oil ph— <« 
on o rloit to thol 


PlociMiolonj Conclaoloao^ waA ActlODOi 

4» Oopoml 


( 1 ) 

m m tbt olx crooh n 


CoaolAornbl* dlocuMlon took 
plooo on tSi ilx oriih projocto roeonUy ploood vltb[ 
for rapid Aarnloj— rt and eonatroetion of o<p1paant raqulrod 
far urgaet o p ar afciOBal aao. Ihia auddan vork load raqptiraa 
tba n^loyant of too additloonl paraonaal libo hod boon 
aorking on tlM> aalf oe to atlog laanara. projoet and n a^pplo- 
Mnt of fOada to ttoa oxtont of ^ 30 ^ 000.00 on tba baole 
Took !• (ihaaa fonda bora aiaea boon prorldad*) 

(P) It uoa oaplainad tbat^ altbcntgh the aix diffarant 
davleaa ra^ilrad mSmr ttia erai^ projacta ware naadad aa 
aocn aa pooalhla^ aoeb aaa of « pananUy uaaful ootura tlmt 
it at wtti d ara nt uall y ba daaalepad th roudb tba produetion* 
aagiaaaGriJQg ataga* [ 
oaaerall ra<iulraaanta 


|falt that tba p raaen t 
an aatioKtad iB aostha work- 


load tor tba p a ap A a and facilltlaa on band at 


25X1 

I 

25X1 


25X1 


25X1 

25X1 


25X1 


(3) nta aattar of aoaancLiitura for each of tba pro^acta 
di acoa ae d * It aaa a gread (and aloca baan acconpliabad ) , 
that ^ would proftta a mad>ar to identify each of 

the Orrlcaa. Tbaae nunbara are uaed in this BaaoranduBu 


(4) It aaa agread tbet 

~7 


25X1 


25X1 


25X1 


> 


J’j: 


2 . 2 ^ 


^c-/C 


'\ y 
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(4) It wu agread that wa vouM ^ropart a p«p«r co* 

"R & D Requlrmaat" oo aaeh ztcv to bo Aocm undter faak I 
of tha baale contract. This paper would be baale to tbalr rocarda 
aztd oura* ao there would be no eoBfuaion aa to what we wuited 
done and they vara reared to do. 2hla paper would act be 
overly foraal and would not be nee aea ear y before aorh eo«dd be 
atarted aince momtimm It la neeeaaary to Initiate a new 
effort by telaphcste or other verbal anana. 

b. Spaeifla 

Attached hereto are separate rtieeta fbr each of the 
different ^oba currently in i^ro^reaa at and covered during 25X1 

this particular tr^. I 


m/APD 




Diatributioo: 
Orlg. - P-77 
1 - P-171 
1 - AH #6 
4; - AH j^3 
I 

1 - AH #1»5 
1 - Chroao 


25X1 


dlcA* 
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7 1956 


Proftbi tad ImsD AamXnim 

•re epwAing 

part tim on this rweaaroh pro4«et« Photographic 1—gM of • 
prof 11« hor« hoes pr«p«ra& •nd «r« being treoaferred 
to mtol for UM la the aleettoilptift bath. Ihaae vllX eonatittite 
the beala for addltioeai «q;MrlM>itatioa and the preparatico of 
a re p o r t » 


Photo - ih»ordar 


are atm working on thia 


reaa arc h 4ob on a lialted-tlaa baala. A fuadanantal prohlea 
la getting a auffleiaatljr fine allt through vhleta to plane the 
light on the filn. la Inreatlgatlag a photographic 

aertbod of aolving thla problaa and la hepaful of baing miccaaaful. 



25X' 

25X1 


25X1 

25X1 
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Declassified i 



7 r*\nrmty 1956 


Microptxwa 


lo work tmm b««o dcme on thla Job AwrlDg th« pMt f«v 
baeauM of the prmunxm of hl^ihar prioritgr wox^. 1 %m» 
device etlU cfpeere to be potentially ueeXbl. It wee pointed 

are oa bend in 


out that a variety of 
Weahlagtoo for uae In thla project* 
the idaonld be bald here until the{ 


felt that 
novee 


to Ita 


2! 


AhOm Hlercid>eoe 

Thla particular device baa been found to be <|ulte uolay 
with the else and voltafl^ conaidered appropriate for auch a 
unit. It doea not aqn^Mtr proadaiag enou^ at praaent to 
vanrant additional work and the Job will probably be terndnated. 
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Project 


Am hmtov tend fM* £C r«c«lir«r ymm 

teltrarvA on tbl« dttbc* A tuaad KC froot «sid vUl b« 

tormrdmH m »pok m it is rsesivsd 1a about two vasks* A 

**IiaAio Pi«sr** {^5 KC) «as dslivwrod sevsfal imaAs aeo. 

Xbs traaauittsr tmit bad oot bs«A pa«rlagsrt to data bs^aMe no 
aultsdia raeaivar was avallabla for tasting* ass inforaad tbat 
the priatar was baing itiilp^ad to this oountry for thalr 

uaa la tasting and iMtaUAtioa. 



took the KC tunad front and (l,iD«0«Phssa 
PUtar) vith him to fist tmnaalttsr is baiag tastad prior 
to partaging. Problsns ara baing aat in alialaatlag third baraonie 
radiation froa tha traaaBtltt«*. Baeauaa cf aisa liskitatlona and 
tha awallar aisa of cosyotHmta at hJ^diar fra^Moeiaa^ a unit near 
90 KC la baiag invaatigatad* W«»d aaa raeaivad fron 

that tba | I unit la dua In vaadiagton ahorti/* | 

agraad to gat acaa lai^nrnatioe on ioag-aare broadeaating fra«piancias 
for datamination of tha p«rmiaaibla fra«|aaDcy for this 

unit* 
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7 raSa-vary 1956 



ttusy could plaat for doing it* 


Bom d* tiM basic circuitry for tba canrisr eurrmt ayatm 
baing dofvalqpod uodar At loe #6 la applloabla ia this proiect. 


25X1 

25X1 

25X1 


21 yabruary 1956 


An A D R«<iutr«mot" fOr tdla projiact ma uornad over to 
on this data* 


25X1 


15 >tarcb 1956 

Tba target data of 1 May 1956 fur dalivary of tba f Irat proto* 
typo la atm ia ordar* 
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21 1956 


M Hpc #^5 » ftwr Tr«n—itt«r ftywttam in Suite— 


Thm tw this systsm vss t s l sph op o d to 

os <ar about 10 Fotouary 19^* Tbm mq}titmaaa.% mm Asllvarad* 
alosg vlth laatruotiflo haaha as 21 Fobruary X9^ \Kjr 

The It 4 D RoisalsoMot" for this yrejaot mm glvaa to 


on this 4ata* 

Ths systaa mm atiomm to 


It 


Tory wall rsaairod. 


25X1 

25X1 


25X1 

25X1 

25X1 
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• f 

- r 


15 tterch 1956 


j-m- 




25X1 


rqpgrt«A tbftt tte cii«eiE«d out 25X1 

wttU ifi pruliJidnttnr t«»ts» althougb thm unit oscUlAtod uh«D 
th« audio ust Mt at Thla fault uaa to b« cured 

tqr Inacrtl&g a earlaa raalator aad cuttlag down tba egalxu It 
la now asqpaeted that the Cirst eoaiplate tjmUtm vlU be dclivared 
before 3^ March 1^6. 
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4 # 


7 Fobrmary 195^ 




TmKWAttT 


25X1 


Th« wortt on this Jcib hM t»«eB at a atandstill for tba 

past tiio aoatha baeauae of tba raecRt crash projects* 

has been especially busy oa. tb» eelf-actuatiog caaerm project. 
Inrestigatioas being carried out under receiver etudUes and trans- 


ceiver projects dealing vith stable oscillators and anteonas are 
applicable bo this problas* I I will be wrailablc to start 


eoBcentratsd sorb ca tlilo Job i^out 1 March. It is estioated that 
QpproxixBatsly six seoths vill be reqiaired* 


25X1 


25X1 



♦ 
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